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(7 ) Ifenergy supplied for a specific purpose under a particular 
tariff is used for a different purpose not contemplated in the 
contract for supply and/or for which higher tariff is applicable ,it 
shall be deemed as misuse and stealing of energy within the 
meaning of the Indian Electricity Act, 1910. In such a case, the 
energy consumption bill already rendered for the service shall be 
revised by applying the appropriate higher tariff from the date of 
connection unless convincing reasons are adduced thereof for 
adopting a different period . The imposition of this higher tariff 
shall not relicve the consumer from penalties under the law in 
force . 


In exercise of the powers conferred by section 23 read with 
section 51A of the Indian Electricity Act, 1910 ( Central Act 9 of 
1910) , and in supersession of all the existing Notifications in this 
regard , the Government of Goa hereby frames the following 
revised Electricity Supply Tariffs for the State of Goa , as 
specific in the Schedule appended to this Notification . 


SCHEDULE 


(8 ) Surcharge of 2 % compounded per month or part thercof 
shall be levied on all delayed payment of bills. Such surcharges 
shall be rounded off to the nearestmultiple of one rupce . Amount 
Icss than 50 paise will be ignored and amount of50 paisc ormore 
shall be rounded off to nextmultiple of Rupec one. 


General Conditions 


( 1) These tariffs are subject to revision by the Government 
from time to time. 


(9 ) If the consumers fail to pay the cncrgy bill presented to 
them within the stipulated period , thc Electricity Department 
shall have the right to disconnect the supply after serving a seven 
days clear notice on such consumer. 


(2 ) These tariffs are subject to the terms and conditions for 
power supply approved from timc to time by the Government. 


(3 ) Supply of power in all cases is subject to the exccution of 
Agreeincnt with consumers . 


( 10 ) Consumers rcquiring supply for loads not covered by 
these tariffs and also elcctro -chemical and electromclallurgical 
industries , may negotiate for special tariff with the Electricity 
Department. 


(4 ) As a gencral rulc , no low voliage service will be given 
where the connected load per service is over 100 KVA nor high 
voltage service will be given where connected load is less than 
100.KVA . Exceptions may be made in special cases at the 
discretion of the Chief Electrical Engincer. 


(11) In casc ofdoubts oranomalies in respectofcategorisation 
ofany consumers or in any other respect , the decision of the Chief 
Electrical Engineer shall be final. 


(5 ) Supply to consumers having a connected load between 
100 KVA to 1000 KVA will be generally at 11KV, and for more 
than 1000 KVA at 33 KV . Exceptions may be made in special 
cases at the discretion of the Chicf Electrical Engineer . 


2 


( 12 ) " Month ” means the calendar month when the period 
commences from the beginning of a calendar month , otherwise 
it shall mcan a period of 30 days . 


(6 ) A rebate of 4 % of the monthly bill corresponding to 
demand charges and energy charges only shall be given to E.H.T. 
consumers availing power supply át a voltage of 110 KV and 
above . 


(13) Thesc tariffs are applicable for the consumption of 
energy with cffect from 1-4-1995 to be billed from 1-5-1995 . 


n . 


.... 


9 


H.P. 
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DEFINITIONS 

2. Tariff-LTC /Commercial KWH /Month Ps /Unit : 
(1) Connected load means the sum of rated capacities of all 

(KWH ) 
the energy consuming devices which may be operated 
simultaneously . This will be expressed in KW /KVA . Onc H.P. Applicable to shops , offices , 

First 50 units 

150 
will be considered equivalent to one KVA for equipmentrated in railway stations, hotels , 

restaurants , 

mext 150 
race - course , 
computer training school, photo For units 

205 
(2 ) Seasonal consumers mcans all consumers who work 

studios, photo copiers, colour 

laboratories , private guest 
only during a part of the year upto a maximum of nine months, 

For next 300 units 230 

houses ,messes , clinics ,bus 
such as cotton corning and pressing factories . It shall also include 

stand of KTC , · private 
ice factories , mining industries, oil mills , which may work 

agriculture nurserics, ſilnı 

All balance above 
throughout the year but iniermiticnily, and any other consumers studios , X ray installa 500 units 

260 
which may be approved by the Electricity Deparlment from time tions, laundrics, dry cleaners , 
to time as seasonal consumers. 

cincmatlıcatres ,video parlours , 

film recording, and dubbing 
(3 ) Maximum demand means the averagc KVA supplied 

studios, AIR and T.V. stations , 
during the 30 minutes (or any other shorter period as may be 

and studios, telephone 

exchanges , petrol bunks, 
specified by thc Electricity Department), ofmaximum usc in a 

service stations, ballery 
month . 

charging units , tyre vulcanising 

centres, icccrcam parlours, bars 
(4 ) Contract demand incans the maximum KVA for which and cold drink houses , 
ihc Electricity Department has undertaken to provide thic facilities commercial complexcs, petrol, 
froin timc to time. 

diesel and oil storage plants , 
bakeries, commerce instiutions 

and other 
(5) Billing demand mcans: 

c013]mercial 

installations, for lights. fans, 
(i) the actualmaximum dcmand during thc month ; or 

TV , radio , heating and other 

appliances . 
( ii ) 75 % of the contract demand , or 
( iii). actual maximum demand during the previous 11 

Minimum charges : (i) For single phase connection : 
months; or 

Rs . 15 /- (Rupecs fillcon per month for the first 500 watts and 
( iv ) 50 KVA , whichever is higher. 

Rs. 7 /- (Rurces scven )for every additional 500 watts or part of the 
connected load . 


A. Low Tension Supply : 


(ii ) For three phase connection : Rs. 80 / - (Rupees eighty) per 
month for the first 3KW and Rs 12 /- (Rupees twelve ) for every 
additional 1KW or part thercof. 


Tariff KWH /Monih 


1 (a ) Tariff-LTD /Domestic 

and Non - Commercial 


Ps /Unil 
(KWH ) 


3 Tariff -LTP / 

Motive Power 


KWH /Month 


Ps/ unit 
(KWH ) 


( a ) First 50 units 


65 


(b ) For next 150 units 


85 


Applicable to private llouses, 
bungalows, clubs , hotels and 
hospitals run on non -commercial 
lincs, charitable , educational and 
religious institutions, etc. for 
lights, fans, radios , doncstic 
heating and other houschold 
appliances . 


(a ) All consumption 

during the month 
uplo 20 HP of conne 
cted load . 


( c ) For next 200 units 


115 


120 


(d ) Abovc 400 units 


140 


Applicable to consumers of 
industrial units , workshops, 
flour mills , wet grinding, ricc 
mills, milk dairies , ice cream 
manufacturing units , dairy 
testing process laboratories, 
printing press , 

garincnt 
manufacturing , lyrc retreading 
units, iccmanufacturing plants, 
bakery ,motive powerload and 
other industrial units engaged 
in manufacturing process or 
product activities where 
connected load is notmore than 
100 KVA . 


( b ) All consumption 

during the month 
for above 20 HP to 
50HP of connected . 
load . 


150 


Minimum charges: Rs. 7/ - (Rupics seven ) per inonth for the 
first 500 watts and Rs. 5 /- (Rupees five ) for every additional 500 
waits or part thercor of the connected load . 


(c ) All consumption 

during themonth 
for abovc 50 HP 
connected load . 


175 


Note : Combined load for domestic and commercial purposes 
shall bc charged al commercial tariff unless scparate meters are 
provided . 


Minimum charges: Rs. 15 /- (Rupecs ſiftcen ) per KVA /HP/per 
month of connecicd load or part thereof. 


1(b ) Tariff LTD /LIG 


Monthly charges 


Applicable to consumers of Low 
IncomcGroup with a connected 
load 2x40 walls only . 


Note : ( 1) Supply under this lariff will be for a minimum of 3 
BHP . If any load less than 3 BHP is required by the consumer, 
minimum bill be charged on the basis of load of 3BHP . 


Rs. 


10 / per 

connection 


Note : For any unauthorised incrcase in load bcyond 2x40 

( ii ) The power factor should not in any casc fall below 0.85 
walts, penal charges at the rate of Rs. 10 /- per month per point lagging. If the power factor is lower than 0.85 lagging , the 
shall bc levied and the installation shall be liable for disconnection . 

consumer shall install capacitors to bring the power factor to at 
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least 0.85 lagging. In case the power factor is found to be lower 
than 0.85 lagging , penal charges at the rate of 2.5 % on the 
monthly bill corresponding to the energy charges only shall be 
levied . In case the power factor is less than 0.7 lagging , the 
installation is liable to be disconnected . 


Note : Public lighting system is maintained by the Electricity 
Department forMunicipal/Panchayat arca only for the entire Goa 
State . The department shall also bear the cost of maintenance , 
handling of filament, mercury vapour, fluorescent or any other 
lamps of different wattages at the rate ofRe. 1/- per month per 
fixturc/ lamp. In case of private colonies, the street lighting 
fixtures,ctc. will have to be provided as well as maintained by 
them . 


4 Tariff-LTAG /Agriculture 


Tariff KWH /month 


Ps/unit 
(KWH ) 


All consumption during 
the month 


B. High Tension Supply . 


50 


Applicable to irrigation 
pumping and agricultural 
purposes, poultry , dairy , 
piggery, pisciculture , ctc. 
for lights , fans, heating 
and other appliances . 


6. Tariff IIT -M /Mixed — Applicable to bulk supply of power 
at 11 KV and above for a connected load ofmore than 100 KVA 
such as railways , MES , educational institutions, non - industrial 
cstablishments , ctc . beingmixcdload with per-dominantly lighting 
or non industrial load of more than 50 % of connected load . 


Minimum charges : (a ) Rs. 60 /- (Rupees sixty) per HP of. 
connected load or part thereof subject to a minimum of 3 HP . 


Demand charges 


Plus Energy charges 


(ps/unit) 


(b ) Rs. 5 /- (Rupces five) per inonth per KW of connected load 
or part thereof for poultry , dairy , piggery , pisciculturc only . 


(a ) Rs. 85 /- per month per KVA 

of billing demand upto 
contract demand 


Consumption upto 
1,00,000 units 


150 


Note : (i) Bonafide lighting of the pump house upto 5 % of the 
motive power consumption is permitted under this category and 
excess consumption chargeable atLTD /Domestic under A 1 (a ). 


All consumption 
above 1,00,000 
units upto 2,00,000 
units 


(b ) For billing demand in excess 

of contract demnand Rs. 170 / 
- per KVA per month 


160 


Balancc consu 
mption above 
2,00,000 units 


180 


.................. 


( ii ) The power factor should not in any case fall below 0.85 
lagging . If the power factor is lower than 0.85 lagging, the 
consumer shall install capacitors to bring the power factor to at 
least 0.85 lagging. In case the power factor is found to be lower 
than 0.85 lagging , a surchargc at the rate of 2.5 % on the monthly 
bill corresponding to energy charges only shall be lcvied . In case 
*the power factor is less than 0.7 lagging, the installation is liable 
to be disconnccicd . 


Note: The power factor shall not in any case fall below 0.85 
lagging .In case the power is found to be lower than 0.85 lagging 
a surchargcat the rate of 0.5 % on themonthly bill corresponding 
to demand charges and energy charges only shall be levied for 
every 0.01 by which the power factorfalls below 0.85 lagging. In 
casc the power factor is less than 0.7 lagging, the installation is 
liable to be disconnected . 


(iii ) This rate of tariſf is made applicable for poultry , dairy , 
piggery and pisciculture only from the date of production of a 
certificate from the Directorate ofAnimal Husbandry or Fisheries 
DepartmentofGovernmentofGoa to the effectthat the consumer 
carries on the said activity on rcgular basis . 


Minimum charges : Monthly demandcharges on billing demand 
plus energy charges for energy consumed during thc month . 


Tariff KWH /month 


3 


5. Tariff-LTPL /Public 

Lighting 


Ps/unit 
(KWH ) 


7. Tariff: I/ TI/Industrial--- Applicable to supply ofpower at 
11 KV and above for contract demand abovc 100 KVA for 
industrics, factories,water and scwagepumping, cement industries 
and other purpose as may be decided by the Chief Electrical 
Engineer. 


All consumption during 
the month 


85 


Demand charges 


Plus Energy charges 


(ps /unit) 


First 1,00,000 units 


- 


140 


a s 


( a ) Rs. 85 /- permonth per KVA 

of billing demand uplo 
contract demand 


Applicable to public lighting 

systems including signal 
systems, road and parking 
lighting belonging to local 
authoritics such 
Municipalitics/Panchayats , 
etc. This is also applicable 
to public lighting of 
Government / Semi 
Government esiablislıments , 
but shall not be applicable in 
case of private establishments . 


Consumption above 
1,00,000 units upto 
2,00,000 units 


155 


(b ) Forbilling demand in excess 

of contract demand Rs. 170 / 
- per KVA per month 


Balancc consu 
mption above 
2,00,000 units 


165 


Minimum charges: Monthly demand chargeson billing demand 
plus cnergy charges for energy consumed during the month , 


Minimum charges: Theminimum charges permonth shall be 
Rs. 45 /- (Rupces forty five ) per KW of connected load . The 
connected load for the purpose of billing shall be the average of 
the conneclcci load on the first day and the last day of the month 
in question . 


Note : (a ) Lighting upto 10 % of thc monthly encrgy 
consumption is allowed under HTI tariff , for bonafide factory 
lighting purposes . Excess is chargcable attariffLTC / Commercia 
under A - 2 . 
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(b ) For staff quarters, rest/guest houses, street lighting in the Note : (a ) Bonafide lighting of thc pump -house upto 5 % of the 
colony situated separately from the main factory and when motive power consumption is permitted under this category and 
distribution lines, service lines, meters, etc. are permilted to be 

.excess consumption is chargeable at Tariff LTD /Domestic under 
owned and maintained by HT consumers , all cnergy consumed A.1 (a ). 
will be charges at tariff LTD /Domestic under A - 1(a ). 

(b ) For street lighting and other lighting situated separately 
(c ) The power factor shall not in any case fall below 0.85 
lagging . In case the power factor is found to bc lower than 0.85 

from the pumphouse and when distribution lines, service lines, 
lagging, a surcharge at the rate of 0.5 % on the monthly bill 

meters, etc. are permitted to be owned or maintained by theHT 
corresponding to demand charges and cnergy charges only shall 

consumer, all cnergy consumed shall be charged at Tariff LTD / 
be levied for every 0.01 by which the power factor falls below 

Domestic under A. 1 (a ) . 
0.85 lagging . In case the power factor is less than 0.7 lagging , the 
installation is liable to be disconnected . 

(c ) The power factor shall not in any case fall below 0.85 

lágging. In case the power factor is found to be lower than 0.85 
8. HTO /Optional KWH /Month 

ps/ unit lagging , penal charges at the rate of 0.5 % in the monthly bill 

corresponding to energy charges only shall be levied for every 
This is an optional tariff All consumption 

190 

0.01 by which the power factor falls below 0.85 lagging . In casc 
applicable to consumers having 
connected load upto 150 KVA 

the power factor is less than 0.7 lagging , the installation is liable 
only as an alternative 

for disconnection . 
10 
the tariff HT- I/Industrial 
described above (B - 7 ) . The 

10. EHTI/ Industrial -- Applicable to bulk supply of power at 
option once cxercised cannot 

110 KV and above for industries , factories, water and sewage 
be changed within the period 

pumping and other industrial purpose asmay be decided by the 
of 12 billing months from the 
date of option . 

Chief Electrical Enginecr. 


Demand Charges 

Plus Energy Charges ps/KWH 
Minimum charges: Rs. 60/ (Rupees Sixty ) per month per KVA 
of connected load or part thercof subject to a minimum of 80 

(a ) Rs. 85/- per month per ( a ) First 1,00,000 units 135 
KVA . 

KVA of billing demand (6 ) Next 1,00,000 units 150 

upto contract demand (c) All energy con 
Note: (i) Lighting upto 10 % ofmonthly energy consumption 

sumption above 
is allotted under HTO (Optional) Tariſt for the bonafide factory 

( b ) For billing demand in 

2,00,000 units 

160 
lighting purpose . Excessischargeable at tariffLTC /Commercial excess of contractdemand 
under A - 2 . 

Rs. 170/ per KVA per 

month . 
( ii ). For staff quarters, resvgucst houses, strect lighting in the 
colony situated scparately from the main factory and when Minimum Charges: Monthly demand charges on billing 
distribution lincs, service lines , meters , etc. are permitted to be 

demand plus cnergy for cnergy consumed during the month . 
owned and maintained by HT consumers , all cncrgy consumed 
shall be charged at LTD /Domestic under A - 1 (a ). 

Nole : (a ) Lighting upto 10 % of the monthly energy 
(iii) The power Factor shall not in any case fall below 0.85 

consumption is allowed under EHTI tariff, for bonafide factory 
lagging. In case the power factor is foạnd to be lower than 0.85 lighting purposes. Excess shall be chargcablc at tariff LTC 
lagging penal charges at the rate of 0.5 % in the inonthly bill -Commercial under A - 2 . 
corresponding to energy charges only shall be levied for every 
0.01 by which the power factor falls below 0.85 lagging. In case 

(b ) For staff quarters, rest/guest houses, street lighting in the 
the power factor is less than 0.7 lagging , the installation is liable 
for disconnection . 

colony situated separately from the main factory and when 

distribution lines, service lincs, melcrs, clc . are permitted to be 
9. Tariff HT-Ag/ Agricultural 

KWH /Month 

ps /unit 

owned andmaintained by EHTI consumers,all energy consumed 

will be charged at Tariff LTD / Domestic under A - 1 (a ). 
Applicable to supply of power All consumption 

50 
at 11 KV and above to 
agricultural consumers , liſt 

(c ) The power factor shall not in any case fall below 0.85 
irrigation schemes, agri 

lagging. In case the power factor is found to be lower than 0.85 
cultural farms, etc. 

lagging, a surcharge at thc rate of 0.5 % on the monthly bill 
corresponding to demand charges and energy charges only shall 

be levied for every 0.01 by which the power factor falls below 
Minimum charges: Rs.10 /- (Rupces ten ) per month per H. P. of 0.85 lagging. In case the power factor is less than 0.7 lagging,the 
connected load or part thercof subject to a minimum of 70 H.P. power supply to the installation is liablc to be disconnected . 


$ 


OFFICIAL GAZETTE GOVT, OF GOA 

(EXTRAORDINARY No. 2 ) 


17 
6TH APRIL , 1995 


SERIES I No.1 


C. Temporary Supply : 


be levicd for cvery 0.01 by which the power factor falls below 
0.85 lagging . In case the power factor is less than 0.7 lagging , the 
installation is liabic for disconnection . 


11. Tariff-LT /Temporary 


Energy charges 
Minimum charges 


Meter Rent 


(1 ) Applicable to lights , fans, 

and small appliances 


A. Permanent Supply : 


(a ) For single phase only 


Sce note 2 


Rs. 10 /- per day for 
supply upto 3 days 
and Rs. 5 /- per 
day thereafter . 


( 1 ) Hire of 220/230 volts energy 

meter per month 


Rs. 2 /- per month 


(2 ) Hirc of 400/440 volts energy 

meter per month 


(b ) For three phase only 


-do 


Rs.5 /- per month 


Rs.30 /- per day for supply 
upto 3 days and Rs. 10 / -- 
per day thercaſier. 


(3 ) Hire of HTmetering 

equipment 


Rs. 200 /- .per month 


-do 


(2 ) Applicable to motive 

power 


Rs. 100 /- per HP of 
connected load or part 
thereof not exceeding 
one month . 


(4 ) Hire of single phasc meter 

box MCB installed by 
Department 


Rs. 2 /- per month 


(3 ) Touring talkics and 


-do 


(5 ) Hire of thrcc phase meter 

box with MCB installcd by 
Department 


Cinemas 


Rs. 5 / - per month 


Rs. 100 / - for a period of 
supply upto 15 days. 
Rs. 180/- for a period of . 
supply exceeding 15 days 
but not exceeding one 
month . 


Note : For the first month of service connection , the meter rent 
hire of box with MCB shall be proportionate to the number of 
days in the month for which energy supplied is limited to 
Rc. 1 /- (Rupec one) minimum . 


Note : (1) The above temporary tariffs are applicable for 
temporary supply at low / incdium voltage for a period not 
excecding onemonth which may be extended beyond thatperiod 
only with the prior permission of the Elcciricily Department. 


For the month in which the meter is removed on or after 
disconnection of a service and installed afresh on reconnection , 
themeter rent shall be proportionatc to thc number of days in the 
month during which themeter remains on the installation of the 
consumer limited to Re. 1/- (Rupee one) minimum . 


(2 ) The energy charges at double the rate in the respective 
catcgory of permanent supply . 


B. Temporary Supply : 


12. Tariff HT/ Tcmporary 


( 1) Hire of 220/230 volts 

cncrgy mcler 


Demand charges 


Plus Energy charges 


Rs. 5 / - (Rupees five ) 
for a period of service 
not exceeding One 
month or part thereof 


(a ) Rs. 85 / per month 

per 

KVA 
of billing demand upto contract 
demand 


Atdouble the rate in the 
respective catcgory of 
permanent supply . 


( 2 ) Hirc of 400 / 440 volts 

energy mcler 


(b ) For billing demand in excess 

of contract demand Rs. 170 
per KVA 

per month 


Rs. 10 /- (Rupees ten ) 
per month for a period 
of scrvice not excee 
ding onemonth or part 
thereof 


Minimum charges: Monthly demand charges on billing 
demand plus cnergy consumed during themonth . 


(3 ) Hire of HTmetering 

cquipment 


Rs. 400 / - (Rupees four 
hundred ) permonth or 


Nole : (a) Available for a period not excccding six months 
which may be extended with prior permission of the Electricity 
Department. 


pari thereof 


(b ) The power factor shall not in any casc fall below 0.85 
lagging . In case the power factor is found to be lower than 0.85 
lagging , penal charges at the rate of 0.5 % on the monthly bill 
corresponding to demand charges and energy charges only shall 


By order and in the name of the Governor of Goa 
R. T. Khorjuvekar , Under Secretary (Power ). 
Panaji, 6th April, 1995 . 
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